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D350-636-018 
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Description 
Skidtube, RH 


Box Part Number | 
MBX104 
| 
Dimension! 
118.5X12X6 
^ 


Other Packaging 
| 
MF6812 
j 
[ 


Logo Decals 
j D2728-1 j 
j 


MF1612 
] 


Packaging Instructions and Decal Placement 


D350-636-018 
Apply label D2729-4 & D2728-1 as per drawing below. 
Wrap skidtube in plastic. Wrap hardware kit and paperwork in foam and put kit in bore of foam MF6812 
(at forward end of skidtube). Glue 2 pieces of MF1612 foam, one at each end of box. Put 3 pieces of MF6812 
in bottom of box. Place skidtube in box and place 3 MF6812 to correspond with bottom MF6812. Apply glue on top 
pieces of foam and dose box. Apply Dart tape and strap. Apply D2729-3 label as per instructions in QSI 014. 


D2728-1 
Apply on* on eithtr tWa 


For skidtubes that are manufactured as a PMA replacement part, a Broussard placard and the D2729-4 label must 
be installed on the skidtube as per drawing below. 
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